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Indian Standard ( Reaffirmed 1995 ) 

METHOD FOR DETERMINATION OF RESISTANCE TO 

SLIPPING OF GYMNASTIC LANDING MATS A1MD 

SURFACES FOR FLOOR EXERCISES 

( ISO Title : Gymnastic Equipment — Landing Mats and Surfaces 
for Floor Exercises — Determination of Resistance to Slipping ) 



National Foreword 

This Indian Standard, which is identical with ISO 5904 - 1981 'Gymnastic equipment — Landing 
mats and surfaces for floor exercises — Determination of resistance to sliping' issued by the International 
Organization for Standardization (ISO), was adopted by the Indian Standards Institution on the 
recommendation of the Sports Goods Sectional Committee and approved by the Consumer Products 
and Medical Instruments Division Council. 

Coma ( , ) has been used as a decimal marker, while in Indian Standards the current practice is 
to use a point ( . ) as the decimal marker. 



Wherever the words 
read as 'Indian Standard'. 



'International Standard' appear, referring to this standard, they should be 



In this Indian Standard the following International Standards are referred to. 

Read in their respective places the corresponding Indian Standards also given below: 



International Standard 



ISO 5905- 1980 
Gymnastic equipment — 
Landing mats 
( 2 000 mm x 1 250 mm 
60 mm) 



ISO 5906-1980 
Gymnastic equipment- 
Surfaces for floor 
exercises — Mats 



ISO 5907 - 1980 
Gymnastic equipment- 
Surfaces for floor 
exercises — Boards 



X 



Corresponding 
Indian Standard 

IS : 10831 - 1984 
Specification for 
Gymnastic equipment — 
Landing mats 
(2 000 mm x 1 250 mm 
60 mm) 

IS : 10832- 1984 
Specification for 
Gymnastic equipment — 
Surfaces for floor 
exercises — Mats 

IS : 10833- 1984 
Specification for 
Gymnastic equipment — 
Surfaces for floor 
exercises — Boards 



Degree of Correspondance 



Identical 



X 



Identical 



Identical 



The Technical Committee responsible for the preparation of this Indian Standard has reviewed the 
provisions of B.2 of Annexure B of ISO 4649 - 1983 'Rubber, vulcanized — Determination of abrasion 
resistance' and has decided that the provisions are acceptable for use in conjunction with this standard. 



Adopted 28 May 1984 



O July 1984, ISI 
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1 Scope and field of application 

This International Standard specifies a method for 
the determination of resistance to slipping of 
gymnastic landing mats and surfaces (mats and 
boards ) for floor exercises for use in competitions 
and training. The relevant requirements in 
ISO 5905, ISO 5906 and ISO 5907 

a) ensure that, in competitions and training, 
mats and surfaces for floor exercises are used, 
the landing surface of which presents in all 
directions the same resistance to slipping 
according to their function; 



b) reduce the risk 
slipping. 



of injury to the gymnast by 



bonded a rubber disc of thickness 8 mm, used as 
the friction surface (see figure 2); the rubber 
disc made in accordance with the standard rubber 
described in clause B.2 of annex B of ISO 4649. 



5 Procedure 



Carry 
20 ± 



out the 



tests at an ambient temperature of 



Place the dust-free landing surface to be tested in 
a horizontal position. 

Roughen the friction surface of the friction piece 
for each measured xlistance by drawing the friction 
piece (4.2 ) over a strip of abrasive paper of grain 
size 60 to 63 according to the procedure descri- 
bed in this International Standard. 



2 References 



ISO 4649, Rubber, vulcanized ~ Determination of 
abrasion resistance. 

ISO 5905, Gymnastic equipment — Landing mat, 

ISO 5906, Gymnastic equipment — Surface for 
floor exercises — Mat. 

ISO 5907, Gymnastic equipment — Surface for 
floor exercises — Boards, 



Pull, by means of a rope, the friction piece (4.2 ) 
over a length of at least 300 mm at a constant 
speed of 150 ± 10mm/min over the horizontal 
surface of the mat and the surface for floor exer- 
cises, in one direction. Record the force exerted 
on the friction piece in relation to the movement 
of the friction piece. The measured force is rela- 
ted to the resistance to slipping according to this 
International Standard. 

Carry out three measurements for each measured 
distance. The position, direction and number of 
measured distances shall be those given in 
(SO 5905, ISO 5906 and ISO 5907. 



3 Principle 

Pulling, by means of a rope, a friction piece over 
the horizontal surface of the mat or a surface for 
floor exercises, in the specified directions. The 
measured force is related to the resistance to 
slipping. 



4 Apparatus 

4.1 Test device, the 

option of the tester, 
shown in figure 1 . 



design of which 
A suitable test 



is at the 
device is 



4.2 A cylindrical friction piece, made of steel, 
of mass 3 kg, to the lower surface of which is 



6 Expression of results 

The first measurement for each measured distance 
shall not be evaluated. For the two remaining 
measurements the five maxima of the force F 
measured in the range of 50 to 300 mm of the 
friction length to the nearest 1 N, shall be taken 
from the tensile force/distance of friction-curve 
and the mean value for each measured distance 
calculated. 

Determine the average tensile force F by calcula- 
ting the mean value from the mean values of the 
different measured distances. This total mean 
value shall be given to the nearest 5 N. 

The range of the five greatest values of the tensile 
force of one measured distance taken from the 
diagram shall not exceed 5 N. 



IS : 10888 -1984 
ISO 5904-1981 



TOWARDS THE INDICATOR OF FORCE 



\ 

HEIGHT > 
ADJUSTABLE ^ 
ACCORDING TOs 
THICKNESS ^ 
OF MAT ^ 



TENSILE TESTING MACHINE 



PULLEY FIXED AT THE 
INDICATOR OF FORCE 




CLAMPING DEVICE FOR 
ROPE FASTENING 



DIRECTION OF TENSION 



Figure 1 — Example of a suitable test device 
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Figure 2 — Friction piece 
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7 Notes on procedure 

7.1 On the basis of extensive practical experi- 
ments on gymnastic landing mats and surfaces for 
floor exercises ( mats and boards ) the characteris- 
tics of these products and the appropriate test 
method has been drawn up and described in this 
International Standard. This test method can, 
however, only represent an approximation to real 
conditions, since/in practice, different gymnastic 
shoe-soles come into contact with the landing 
surfaces and therefore it is not possible to 
characterize the surface of the mat in all cases. 
The test for resistance to slipping of the surfaces for 
floor exercises in relation to the floor of the 
gymnasium was deliberately excluded. In the 
International Standard on gymnastic landing mats 
and surfaces for floor exercises a degree of resis- 
tance to slipping is only included as a qualitative 
requirement. 

7.2 A piece of rubber roughened before each test 
was used as the test surface because, on the one 
hand, it guarantees a permanent test condition 
and, on the other hand, it simulates the materials 
used for soles. Tha principal aim of the method 
of test is to determine the degree of resistance to 
slipping of the floor exercise surfaces as well as 
determine the absolute resistance to slipping. 



7,3 The test laboratory is free to choose the test 
device, provided the requiremants of this Inter- 
national Standard are observed. 

8 Test report 

The test report shall include the following 
particulars : 

a) reference to this International Standard; 

b) description of the object tested; 

c) individual values and mean values of each 
measured distance; 

d) position, direction and number of measured 
distances; 

e) total mean value, to the nearest 5 N; 

f) field of range of the mean values of the 
individual measuring distances; 

g) any deviation from this International 
Standard and reasons for this deviation; 

h) date of test. 
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